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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 00443 061615Z 
ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 /025 W 

061659Z 093327 /50 

R 061625Z JAN 77 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 8514 

UNCLAS PARIS 00443 

DEPT PDF. ASF. PASS FDA 

E.O. 11652: N/A 
TAGS: TGEN, SWEL. FR 

SUBJECT: FRENCH TECHNICAL AGENCY REQUEST FOR 
INFORMATION ON FDA REGULATIONS 

EMBASSY WOULD APPRECIATE DEPARTMENT ASSISTANCE IN 
OBTAINING FROM FDA THE LIST OF RESINS AND ELUENTS THAT 
ARE ADMISSIBLE IN THE U.S. FOR THE TREATMENT OF WATER, 

SUGAR, ISOMERASES, AND COLORANTS IN ION EXCHANGERS. 

THIS QUESTION HAS BEEN ASKED BY ANVAR, THE FRENCH 
NATIONAL AGENCY FOR RESEARCH DEVELOPMENT. 
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